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New Cats 


Welcome the new twins Mr Sleepy and Mr Puke! 


Mr Sleepy: He is the twin brother of Mr Puke. He is 


almost always seen with him. 


Mr Puke: He is the cat that became unwell and 
vomited in the feeder and he is the twin brother of 
Mr Sleepy. 


New Cat Gossip 


Mr Puke became unwell at the feeding station at first everything seemed 
fine but Mr Puke started shaking and opening its mouth then the poor 
animal vomited in the bowl this caused a lump of vomit to fall into the bowl 
it wasn't all over the food though but it was just on the edge of it so if a cat 
goes further into the bowl they don't come into contact with any vomit. This 
issue has been solved now by the kind human that cleaned the box. 


The Mount Kibble Crisis 
is Over ! 


Mount Kibble has finally fallen to the delight of many fans. This blessing 
was done by a friendly human that probably had enough after Mr Puke 
vomited in the bowl. Mount Snack also fell. 


Mount Kibble before: 


Mr Fresh Appeared Again ! 


Mr Fresh appeared today and gave some side eyes along with eating a 
bunch of kibble he also had a wet coat due to the current rainfall in 
Shanghai his presence caused an all time record of viewers in the 
stream with it reaching 281 viewers while Fresh was on screen though 
unfortunately the Mr Fresh ping wasn't used this is because there are 
people in the server named Mr fresh. We hope this issue gets resolved 
swiftly. 


Mr Fresh’s Local Weather 
Today. 


Today was pretty cold with rainfall and cloudy skies. 


Shanghai Current Weather 


Wind: p74.culil (WNW Rain: 0.0mm Cloud: 75% Humidity: 93% 
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